[1:1 A] 


[B] 


[C] 


[D] 


[Il:1 A] 


[B] 


[C] 


It was taught: [The space between them (M. 1:9B)] must be greater 
than their own breadth. 


Associates say, “[The reason for A is] that one handbreadth does not 
enter another handbreadth[‘s area]. [That is, one cannot be precise 
about the matter, and hence we demand a slight bit more space 
between them. For one cannot fit exactly something of a handbreadth 
into precisely that amount of open space.]” 


R. Ba bar Mamel objected, “Lo, in the case of a glass utensil, it is 
assumed that one can insert what is a handbreadth in its measurement 
into the space of a handbreadth.” 


Said R. Yosé, “In such a case, what is exactly a handbreadth may fit 
into the space of an exact handbreadth and also come out, while in the 
present case, it may fit in but then will not emerge [leaving precisely 
the same space].” 


[As to M. 1:9D-E,] R. Abbahu in the name of R. Yohanan: “The 
reason is that it appears like a storage-bin.” 


R. Hiyya taught, “When Scripture says, “you will make for 
yourself? (Deut. 16:13), it means to exclude what is already made [not 
for the purpose of a sukkah, e.g., a hole in a haystack].” 


What is the practical difference between these two views? 


[D] A case in which a space already has been hollowed out is at issue 
between them, [in a case in which, for the sukkah, the man hollows 
out a bit more]. 


[E] In the view of R. Hiyya it is valid. 


[F] In the view of R. Yohanan it is invalid [because of the additional 
labor]. 


1:10 


[A] He who suspends the sides from above to below — 


[B] if they are three [or more] handbreadths above the ground, 

[C] [the sukkah] is invalid. 

[D] [If he builds the sides] from the ground upward, 

[E] if [they are] ten handbreadths above the ground, 

[F] [the sukkah] is valid. 

[G] R. Yosé says, “Just as [the required height] from below to above 


[when the wall is built up from the ground] is ten handbreadths, 


